American Autowire has high quality crimp tools for your project ! 
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Single wire crimp tool. Used for smaller gauge terminals. 
p/n 500518...........eee $45 
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Headlight connector 
viewed from FRONT 
of connector (bulb side). 


Double crimp tool. Used for larger gauge terminals and 
double wire crimps. 
p/n 500523... $89.95 
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